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wEt He Hl ATA / Date of Filing‘ 03/12/2021 
U¢di / Patentee : 1.KUMAR, Ravin 2.CHAUDHARY, Pooja 


waa fear stat @ fe Wet st, Saekp aided HF aemefed A PORTABLE DATA STORAGE DEVICE 
FOR SECURED DATA SYNCHRONIZATION AND ITS METHOD THEREOF arma sifasart & 
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It is hereby certified that a patent has been granted to the patentee for an invention 
entitled A PORTABLE DATA STORAGE DEVICE FOR SECURED DATA 
SYNCHRONIZATION AND ITS METHOD THEREOF as disclosed in the above mentioned 
application for the term of 20 years from the 3° day of December 2021 in accordance 
with the provisions of the Patents Act,1970. 
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Date of Grant : 21/11/2022 Controller of Patent 


feat - ga tee H dint & few ote, ale sa sae Cer OT &, as 2023 FH dlat fea at aie ad Geer Mes ay A cet fea a Si 


Note. - The fees for renewal of this patent, if it is to be maintained will fall / has fallen due on 3°? day of December 2023 and on the same 


day in every year thereafter. 


